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NARA RG104, Entry 1, Box 174 


Superintendent of U.S. Mint Phila. 

December 17, 1891 

Dear Sir 

The deposit coins & Mr. Hurt put it in for gold coin not of course could not give him 
silver bars for gold deposit I suppose Adams Express Co. could by a silver bar eve did not find 
any platina but it is not desirable to have platina in deposits & cannot allow any thing for it is all 
lost. If the depositor wants it he should take it out before he sends them is very much in the 
depositor we are compelled to return the deposits. It makes it impossible to assay the gold. 

Very Respectful 
H.S. Colman 
W. Clerk 

Hon. O.C. Bosbyshell 
Supt. U.S. Mint Phil. 



